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Circumcision is one of the most common rituals in Jewish and Islamic cultures. It may also 
be performed for phimosis correction or the treatment of recurrent balanitis. Although 
circumcision is considered to be a technically easy and safe surgical procedure with no 
significant risk, it may lead to severe complications such as necrotizing fasciitis or total penis 
amputation. In this report, we present a case of penis amputation at two levels occurring with 
third-degree burns due to electrocautery during circumcision. Although penile replantation 
was attempted, it was unsuccessful due to burn damage to the veins. After restoration of 
the functional structures, the penis was buried in the inguinal area by reepithelization to 
maintain blood circulation. The recovery of the penis was successful. This case is presented as 
a novel example of groin flap surgery to achieve a functionally and aesthetically acceptable 
outcome in a salvage operation for a penis with significant traumatic injury, which has not 
been previously reported in the literature. 
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INTRODUCTION 

Circumcision is one of the most common rituals in Jewish and 
Islamic cultures. It may also be performed for phimosis cor- 
rection or the treatment of recurrent balanitis [l]. Although 
circumcision is considered to be a technically simple and safe 
surgical procedure with no significant risk; it may occasionally 
lead to severe complications such as necrotizing fasciitis or total 
penis amputation [2-4]. 

In this report; we present a case of penis amputation at two lev- 
els occurring with third-degree burns due to electrocautery dur- 
ing circumcision. Although penile replantation was attempted; 
it was unsuccessful due to burn damage to the veins. After res- 
toration of the functional structures; the penis was buried in the 



inguinal area by reepithelization to maintain blood circulation. 
The recovery of the penis was successful. This case is presented 
as a novel example of groin flap surgery to achieve a function- 
ally and aesthetically acceptable outcome in a salvage operation 
for a penis with significant traumatic injury which has not been 
previously reported in the literature. 

CASE 

An 8-year-old child with penis amputation due to circumcision 
was admitted to Emergency Services. A physical examination 
demonstrated that the penis was completely amputated from the 
glans penis (Fig. l). In addition; a second partial amputation was 
present in the skin of the corpus penis with a third-degree burn 
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Fig. 1. Preoperative finding 



The penis was completely amputated from 
the glans penis. 



Fig. 2. A second partial amputation 



A second partial amputation was present in 
the corpus penis with third-degree burns to 
an area including the prepuce. 



Fig. 3. The penis was buried under the 
inguinal skin 



The catheter was removed from the hole and 
the penis was buried under the inguinal area. 




Fig. 4. The penis was removed from the | Fig. 5. Good voiding function 
inguinal skin 



Scar and minimal tissue loss were present on 
the penis. 



Good voiding function of the patient is seen 
on the follow-up at 6 months. 



Fig. 6. Good erectile function 



Good erectile function of the patient is seen 
on the follow-up at 6 months. 




including the prepuce (Fig. 2). The patient history revealed that 
he was circumcised by an inexperienced person at home under 
local anesthesia using electrocautery one hour before admission 
to the emergency service. 

The patient was taken immediately to the operating room and 
was operated on under general anesthesia. Escharotomy was 
performed at the areas with third-degree burns. The urethra, 
corpus cavernosum, and septum were repaired by inserting an 
8F Foley catheter into the urethra. The deep dorsal penile artery 
was explored and irrigated with heparinized saline. It was then 
repaired by end-to-end anastomosis with 10-0 polypropylene 
suture material under a surgical microscope, and Bucks fascia 
was also repaired. However, because the burned tissues were too 
damaged to repair the veins, complete blood circulation of the 
penis could not be achieved, and venous congestion occurred 
while the patient was still in the operating room. The amputated 
glans penis and the penis corpus skin were deepithelized, and 
a hole was created in the inguinal skin for a Foley catheter. The 



catheter was removed from the hole, and the penis was buried 
underneath the inguinal area (Fig. 3). A dressing with antibiotic 
ointment was applied daily. Three weeks later, the penis was 
removed from the inguinal skin, and the glans and the corpus of 
the penis appeared healthy. 

Although scar and minimal tissue loss were present on the 
penis (Fig. 4), good voiding (Fig. 5) and erection were obtained 
by the 6-month follow-up (Fig. 6). In addition, sensation had 
recovered after 6 months. 

DISCUSSION 

This case study demonstrated that a penis amputated on two dif- 
ferent levels with electrocautery and a wide burn injury was able 
to be recovered successfully with less damage than expected. 

The success of replantation following penis amputation is as- 
sociated with the level of the incision, the incision type (crush or 
sharp incision), and the ischemia time. In cases of a simple one- 
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level proximal penis amputation, replantation is usually success- 
ful and should be attempted if the amputated piece is preserved 
properly and the timing of the repair is appropriate [5]. It is 
important to repair the vein for tissue survival [5]. In this ampu- 
tation case, which was accompanied by a third-degree burn due 
to electrocautery vein repair was not possible, but blood circula- 
tion was achieved by burying the amputated piece underneath 
the inguinal area. 

However, in some cases, vessels may not be found for repair or 
could be impossible to repair in cases of distal amputations. In 
Thailand, skin loss was observed in 12 of 14 replantations, and 
following the primary suture of the penis as a graft, loss was ob- 
served in 6 of 14 replantations performed without microsurgery 
[6]. Hyperbaric oxygen treatment was attempted in a patient 
with partial glans amputation following the development of 
necrosis seven days after primary repair. The necrosis had im- 
proved at the second level of amputation within four weeks, and 
there was no functional loss [7] . 

In cases of penis replantation, the functional units of the penis 
are repaired, and the penis may regain its former esthetic appear- 
ance. Erectile function and sensory innervation are regained 
within an average of one year after penis replantation [4,8]. In 
the present case, the early return of sensory innervation and 
erectile function was linked to patient age. 

In routine groin flap surgery, the tissue requiring nourishment 
is buried underneath the inguinal area for three weeks, and the 
blood circulation of the flap is achieved by the donor. After 
three weeks, when the connection between the donor and the 
receiving sites is complete, collateral vessels will have formed 
within the recipient tissue for nourishment [9]. In addition, in 
routine neurosurgery, the survival of cranial pieces that cannot 
be repaired immediately is ensured by burying them under the 
inguinal area. The buried cranium can be removed for repair 
once the reconstruction is planned [10]. In our case, the tissue 
lacking blood circulation was introduced as a composite graft 
through reepithelization, and blood circulation and the survival 
of the amputated piece were successfully achieved. 

If replantation cannot be performed following total penis am- 
putation, using free flaps may be an option for late repair of the 
tissue. When early repair is not possible, free flaps are preferred, 
and the functions of the amputated part can be partially regained. 

The total amputation of the penis as a complication of circum- 
cision and its successful replantation have been reported in the 
literature [11-13]. The first choice should be replantation in the 
treatment of total penis amputation. However, if replantation 
cannot be performed for amputations on multiple levels and/ 
or the amputation is accompanied by an electro cautery-induced 
burn, burying the amputated part underneath the inguinal 



area is an alternative choice for treatment. Our case is unique 
because the amputation occurred at multiple levels and was ac- 
companied by an electrocautery-induced burn. A functionally 
and aesthetically acceptable salvage operation for a penis with 
similar injuries has not been previously reported. 

In conclusion, circumcision is a surgical procedure that should 
be performed by surgeons under sterile conditions in a health 
center. When the appropriate conditions for circumcision are 
not provided, complications may occur that lead to total ampu- 
tation. For distal penis amputations in which the repair cannot 
be achieved by replantation, burying the penis underneath the 
inguinal area may be an alternative salvage operation to replan- 
tation. 
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